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AGENDA 
Two Hundred and Twelfth Meeting 
Wednesday, 24 May 1978, 1000 Hours : 
Room 4£64, Langley Headquarters Building , 


Preliminary Comments 


ITEM 2 Reports of Chairmen, Subcommittees and Working Groups 
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R&D Subcommittee ~ 
Compartmentation Subcommittee 
Computer Security Subcommittee 
Unauthorized Disclosures Working Group e 
Investigative Standards Working Group 

SCI. Turndown Working Group 
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-ITEM 3 Discussion of Foreign Disclosure Working Group 
Report and NSA dissent (distributed in 


ITEM 4 Air Force request on contractor status. 
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ITEM 5_ 25% 
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ITEM 6 New Business 


ITEM 7 Next Meeting 
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